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1 . RAFT TYPE 


2. RAFT SERIAL NO. 


3. LOCATION 


4. ISSUE DATE 


5. RAFT MANUFACTURER 


6. RAFT DOM 


7. DATE PYROTECHNICS INST 


8. HYDROSTATIC TEST DUE 


9a. RATION LOT NUMBER 


9b. RATION DOM/EXP 


10a. WATER LOT NO. 


10b. WATER DOM/EXP 


11. FIRST AID KIT INSP DUE 


1 12. MAINTENANCE AND INSPECTION DATA | 


DUE DATE 
a. 


TYPE INSP 
b. 


INSP DATE 

c. 


REMARKS 

d. 
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EDITION OF DEC 1991 IS OBSOLETE 



For use of this form, see DA PAM 738-751 ; the proponent agency is DCS, G-4. 
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14. RADIO, PLB, SDU AND BATTERY j 


QTY 

a. 


NOMENCLATURE 

b. 


LOT NO. 
c. 


EXP DATE 
d. 










































15. PYROTECHNICS 


QTY 

a. 


NOMENCLATURE 

b. 


LOT NO. 
c. 


EXP DATE 
d. 


























16. FIRST AID KIT COMPONENTS 


QTY 

a. 


NOMENCLATURE 

b. 


LOT NO. 
c. 


EXP DATE 
d. 
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